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MINISTRY OF COMMERCE 
ORDER 

Import Trade Control 


New Delhi, the 8th August 1975 


S.O. 427(E).—In exercise of the powers conferred by Section 3 of the Imports and 
Exports (Control) Act. 1947 (18 of 1947), the Central Government hereby makes the 
following Order further to amend the Imports (Control) Order, 1955, namely :— 

1. This Order may be called the Imports (Control) Fourth Amendment Order, 1955. 


2. In Schedule V of the Imports (Control) Order, 1955, the following item shall be 
inserted as an additional item :— 


D.C, Defibrillator pacemaker system complete. 


[No. 8/75] 


B. D. KUMAR, 

Chief Controller of Imports and Exports. 


(1859) 
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df fkdl, 8 dW, 1975 

dT° dT° 4 2 7(d).—dETTfr-fadfrl (faddd) dfafadd, 1947 (1947 TI 18) 

% 3 5KT ttt dfkmr qrr ddk tt k?td qei^SKr didicr (ftddd) 

dlkff, 1 955 Jr dk ddttFT % fad fardfafad dT%ST qft TddT TTdt ddfa ;— 

1. w ditd dTdid (fkfad) qk dwted dT^r, 1955 «pt dST k drc[ i 

2. dTdld (faddd) dl^T, 195 5 dt 5FJ§sfT 5 ^ fdidfafad dS dftffddT 
dm % IPT % '41 IT dTir<n t—— 

sto dfo farimfksd 
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